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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 257680 

61 

ORIGIN NSE-02 

INFO OCT-01 NEA-10 ISO-00 OES-05 ABF-01 FSE-00 /019R 
66610 

DRAFTED BY: NSF/OIP:KEOLSONI:BLM 
APPROVED BY: OES/APT/BMP:MSBEAUBIEN 
NSE/OIPJCBBARTOCHA 
OES/APT/BMP:AERICHMOND (INEO) 

NEA/PAB:MGJONES 

072441 

R 302208Z OCT 75 
FM SECSTATE WASHDC 
TO AMEMBASSY ISLAMABAD 

UNCLAS STATE 257680 

E.O. 11652: N/A 

TAGS: TPHY OSCI TGEN PK 

SUBJ: NSF/SECP. TRAVEL OE DR. KHALID MAHMOOD, COLORADO STATE 
UNIVERSITY, IN CONNECTION WITH NSF GRANT GF-39653 TO WATER 
AND POWER DEVELOPMENT AUTHORITY ON THE ALLUVIAL CHANNELS 
OBSERVATION PROJECT IN PAKISTAN. 

ATTN: SCIENCE OFEICER 

1 . NSF AUTHORIZED SPECIAL FOREIGN CURRENCY TRAVEL FOR VISIT OF 
SUBJECT PROJECT OF WHICH DR. MAHMOOD IS THE COOPERATING U.S. 
SCIENTIST OF RECORD. 

2. COST OF TICKET TO BE CHARGED TO NSF APPROPRIATION 496/70102. 

3. TRAVELER EXPECTS TO DEPART U.S. 0/A NOVEMBER 27, 1975 AND 
ARRIVE ISLAMABAD DECEMBER 1, 1975. 

4. NO SERVICES ARE REQUIRED. INGERSOLL 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE257680 

Document Source: CORE 

Document Unique ID: 00 

Drafter: NSF/OIP:KEOLSONI:BLM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750377-1046 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975108/aaaaahfv.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN NSF 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 SEP 2003 by MaustMC>; APPROVED <10 FEB 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NSF/SFCP. TRAVEL OF DR. KHALID MAHMOOD, COLORADO STATE UNIVERSITY, IN CONNECTION WITH NSF GRANT GF-39653 TO 
WATER 

TAGS: TPHY, OSCI, TGEN, OTRA, PK, NSF, (MAHMOOD, KHALID) 

To: ISLAMABAD 
Type: TE 
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